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ACTION SS-25 

INFO OCT-01 ISO-OO SSO-OO NSCE-00 /026W 

083374 

0 080314Z MAR 75 

FM AMEMBASSY SEOUL 

TO SECSTATE WASHDC IMMEDIATE 8730 

SECRETSEOUL 1529 

EXDIS 

E.O. 11652: GDS 
TAGS: PARM KS 

SUBJECT: KOREAN RATIFICATION OF NPT 
REF: A. SEOUL 1239 
B. STATE 051380 

1. AMBASSADOR REVIEWED EX-IM BANK PROBLEM WITH VICE FOREIGN 
MIN LHO MARCH 8 FOLLOWING RECEIPT REF B. LHO CONSIENTED TO 
INFORMING SENATE BANKING COMMITTEE OF KOREAN PLANS TO 
RATIFY NPT ON BASIS SET FORTH BELOW. 

2. LHO INFORMED AMBASSADOR THAT ON MARCH 7 PRESIDENT PARK 
HAD APPROVED SUBMITTING NPT TO SPECIAL SESSION OF NATIONAL 
ASSEMBLY CONVENING MARCH 1 1 . PRIOR TO SUBMISSION LATE 
MARCH 1 1 , VICE MINISTERS AND THEN CABINET WILL FORMALLY 
APPROVE SUBMITTAL OF TREATY TO NATIONAL ASSEMBLY. LHO 
EXPECTS NATIONAL ASSEMBLY APPROVAL OF TREATY DURING 

TEN DAY SESSION OF NATIONAL ASSEMBLY, AFTER WHICH IT WILL 
BE FORMALLY RATIFIED BY PRESIDENT PARK. IN FACT, LHO 
SAID IN CONFIDENCE, PRESIDENT HAS ALREADY SIGNED NPT. 

3. LHO HAS AGREED TO ARRANGEMENT WHEREBY SENATE BANKING 
COMMITTEE MAY BE INFORMED IN CONFIDENCE THAT KOREA INTENDS TO 
RATIFY NPT IN VERY NEAR FUTURE. PUBLIC DISCLOSURE OF THIS 
INTENTION CAN BE MADE BY EX-IM BANK AS SOON AS SUBMISSION 

OF NPT TO NATIONAL ASSEMBLY IS MADE PUBLIC, WHICH SHOULD 
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OCCUR SOMETIME NEXT WEEK. EMBASSY WILL NOTIFY DEPARTMENT 
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IMMEDIATELY OF THIS PUBLIC DISCLOSURE. 

SNEIDER 

SECRET 

NNN 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 
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Automatic Decaptioning: Z 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: TREATY RATIFICATION, NPT 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 08 MAR 1975 

Decaption Date: 28 MAY 2004 

Decaption Note: 25 YEAR REVIEW 

Disposition Action: RELEASED 

Disposition Approved on Date: 

Disposition Authority: ElyME 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975SEOUL01529 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: GS 

Errors: N/A 

Film Number: D750081-0364 
From: SEOUL 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 
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Line Count: 63 
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Original Classification: SECRET 
Original Handling Restrictions: EXDIS 
Original Previous Classification: n/a 
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Page Count: 2 
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Review Comment: n/a 
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Review Event: 
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